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Message Text 


LIMITED OFFICIAL USE TEL AVIV 5050 

ATHENS FOR TSO; DEPT FOR A/SY/OPS/T; FRANKFURT FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: METAL DETECTOR 
REF: ATHENS 6348 

1 . DIVERS WALK THROUGH METAL DETECTOR WHICH 
HAS BEEN SET UP IN MAIN ENTRANCE TO EMBASSY 
TEL AVIV HAS NOT FUNCTIONED SATISFACTORILY 
TO DATE. THIS IS POSSIBLE DUE TO NARROW 
ENTRYWAY WHICH MAKES IT IMPOSSIBLE TO SET 

UP WALK THROUGH METAL DETECTOR IN ENVIRONMENT 
SUFFICIENTLY ISOLATED FROM METAL IN SURROUNDING 
AREA. WOULD APPRECIATE TSO LOOKING AT THIS 
PROBLEM DURING UPCOMING TRIP TO TEL AVIV. 

2. IN LIGHT OF ABOVE. REQUEST YOU 
WITHHOLD SHIPMENT OF DIVERS WALK THROUGH 
DETECTOR REQUESTED FOR JERUSALEM BECAUSE 
SIMILAR PROBLEM IS POSSIBLE THERE. WILL CONDUCT 
TEST IN JERUSALEM WITH DIVERS METAL 
DETECTOR AVAILABLE IN TEL AVIV AND ADVISE OF 
LIMITED OFFICIAL USE 
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